This  very  beautiful  shrine  of  Our  Lady  of  Lourdes  is 
picturesquely  situated  in  the  Rose  Gorden  of  St.  Francis 
of  Assisi  Church,  on  Route  20  in  Auburn,  N.  Y.  It  is 
the  mecca  of  thousands  of  tourists  and  is  known  as  "the 
beauty  spot  of  Auburn." 
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